To:  R8  EOC  IT  Support[R08_EOC_IT_Support@epa.gov];  R8EISC[R8EISC@epa.gov] 

From:  Michael  Arceneaux 

Sent:  Tue  8/11/2015  12:38:19  PM 

Subject:  Information  Update  for  Gold  King  Mine  Release 

Good  morning.  I’ve  been  reading  statements  attributed  to  EPA  in  the  press,  such  as  in  the  article 
below,  but  none  of  this  is  reflected  on  the  EPA  OSC  website. 

My  members  are  the  large  urban  water  suppliers  on  the  Colorado  River,  and  we  would  like  to 
know  how  far  the  contamination  has  gotten  and  how  far  it  is  expected  to  go. 

Can  you  provide  any  information,  and  is  there  a source  other  than  the  EPA  OSC  site  we  should 
be  monitoring?  Also,  are  there  any  press  conferences  planned? 

Thank  you. 

Regards, 

Michael 


Michael  Arceneaux  | Association  of  Metropolitan  Water  Agencies  (AMWA) 
Deputy  Executive  Director  | 202.331.2820  | arceneaux@amwa.net 
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